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COST ESTIMATE 
SPARES FOR RACKS A, B, C, AND F 
3-CHANNEL DATA-REDUCTION EQUIPMENT 
Project SAC Total 
1. Estimated Cost per List YA 
(A. Rack) $3, 459,71 
Estimated Cost for 6 $20, 758. 26 
Estimated Cost for 4 $13, 838.84 
Estimated Cost for 10 $ 34,597.10 
2. Estimated Cost per List YB 
(By, and Bo Rack) $1, 802.00 
Estimated Cost for 6 $10,812.00 
Estimated Cost for 4 $7, 208.00 
Estimated Cost for 10 $ 18,020.00 
3. Estimated Cost per List YC 
(C Rack) $3,025.76 
Estimated Cost for 5 $15, 128. 80 
Estimated Cost for 9 $27, 231.84 
Estimated Cost for 14 % 42, 360. 64 
4. Estimated Cost per List YF 
(F Rack) $1,940, 89 
Estimated Cost for 5 6 9,704. 45 
Estimated Cost for 11 $21, 349. 79 
Estimated Cost for 16 $ 31,054. 24 
5. Estimated Cost per List Y 
(Depot spares A, By: B,, 
C, and F Racks)$10, 611. 52 
$10, 611.52 
$10, 611.52 
$ 21, 223.04 
Total Estimated Cost $67,015.03 $80,239.99 $147,255.02 
Fee at 8.25% 12, 148. 54 
Total Cost Including Fee $159, 403. 56 
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STATEMENT OF WORK 
SPARES FOR A, B], Bz, G and F RACKS OF 3-CHANNEL 
DATA -REDUC TION EQUIPMENT FOR SYSTEMS 1 AND 3 


The Contractor proposes to supply engineering, labor, facilities, 
and materials to procure, fabricate, inspect, pack, and ship the following 
lists of spare parts for the 3-Channel Data -Reduction equipment. 


1. Ten (10) sets of List YA, spare parts for the playback 
equipment rack (A Rack). 


Nw 


Ten (10) sets of List YB, spare parts for duplicating 
equipment racks (By and B2 Racks). 


3 Fourteen (14) sets of List YC, spare parts for analyzing 
playback equipment rack (C Rack). 


4. Sixteen (16) sets of List YF, spare parts for event- 
marker equipment rack (F Rack). 


5. Two (2) sets of List Y, depot spares for Racks A, Bj, 
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